ENJOY - - SUNSET MOTEL 12,200F 

One of Oklahoma’s newest and modern Motel’s 
Tile Baths - Carpeted Floors - Furnace Heat ^ 
Air Conditioned 

Owned and Operated by - * 

Mr. and Mrs. Paul Mackey £ 
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Sunset Motel, Sayre, Okla. 











